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SUBJECT: FDA REPRESENTATIVE AT INTERNATIONAL MEETING 

1. FDA ADVISES THAT DR. JOHN JENNINGS, ASSOCIATE COMMISSIONER 
FOR MEDICAL AFFAIRS WILL PARTICIPATE IN THE 1975 IOWA MEDICAL 
SOCIETY SCIENTIFIC SESSION, FREEPORT. GRAND BAHAMAS, APRIL 3-8, 
1975. 

2. NO ASSISTANCE FROM THE EMBASSY IS REQUIRED. KISSINGER 
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